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P262 Ooh La La 


Ooh, jeune femme. Vous étes une image iconique! 
A bit more clothing on Cathy here, but nonetheless drop-dead sexy. 
How'd you like getting stuck in traffic behind THESE long, lush bicycling legs. Man! 
And in the super-romantic City of Lights no less. And dig that radiant welcoming smile. 
Is this not every western male's "fantasy vacation girl"? 


Back to Cathy Thumbnails 


Back to main Photo page 
Back to Main page. 
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